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LIMITED OFFICIAL USE 

PAGE 01 BRUSSE 16040 221640Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO SYE-00 /018W 

075300 221734Z/64 

P 221838Z AUG 78 
FM AMEMBASSY BRUSSELS 
TO SECSTATE WASHDC PRIORITY 8432 
INFO AMCONSUL FRANKFURT 


Message Text 


LIMITED OFFICIAL USE BRUSSELS 16040 

DEPT FOR A/SY/OPS/T AND A/SY/OPS/FO, 

FRANKFURT FOR RSS AND RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: SENTRIE METAL DETECTOR 

REF: RSO OM TO A/SY/OPS/T DATED 8/16/78 

1 . REF OM CONTAINED REQUEST FOR THREE SENTRIE WALK- 
THROUGH DETECTORS FOR USE AT INSTALLATIONS THIS POST. 
OM NOTED THAT A MUCH EARLIER, BUT APPARENTLY MIS- 
DIRECTED REQUEST FOR TWO DETECTORS HAD BEEN MADE TO 
THE RTC. 

2. POST CURRENTLY IN PROCESS OF CHANGING ACCESS 
CONTROLS WITHIN EMBASSY LOBBY AND IS MOST DESIROUS 
OF OBTAINING ONE OF THREE REQUESTED DETECTORS ASAP. 
PLEASE ADVISE US SOONEST OF AVAILABILITY. CHAMBERS 
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